


Laboratory Report 





Patient: CAIRO MOISES LOPEZ OBANDO Sample ID: 223426980 

Patient Id.: C01723657 Received: 12/04/2021 08:47 AM 
Birth Date: 03/16/1990 Age: 31 y.o Gender: M Reported: 12/04/2021 01:26 PM 
Phone Number: 85896459 Account: AMBULATORIO 
Physician: N/A 


Molecular Biology 
Results validated by: 


Panel COVID-19 e influenza 
Method: Real-time PCA. Sample: Nasopharyngeal and oropharyngeal swab 


Patient's type Asymptomatic individuals withoul known or suspected exposure to SARS-CoV-2 
5 Gene Negative (Mot datectad) 
RdAP Gene Negative (Mot datectad) 
H Gene Negative (Not detected) 
SARS-CoV-2 ANA virus Negative (Not detected) 


A "Detected" result should be considered as positive for COVID-19. This would indicate that the SARS-2-CoV ANA has been detected, and that the patient is to 
be considered as infected and should be presumed to be contagious. If required by public health authorities, further testing could be required. In ition, 
isolation/quarantine requirements must be followed. 


A"Not Detected" dag! ete result would indicate that the SARS-2-CoV ANA is absent. This result does not rule out COVID-19 in the patient, as the sensitivity of 
the test depends on the blak of the specimen collection and quality of the specimen, The result should be correlated with patient's history and clinical 
presentation and not be used as the sole basis for patient management decision making. 


An "Indeterminate" result for this test indicates that a result for the sample cannot be ela, determined due to inconsistent amplification of all required 
components of SARS-CoV-2. If clinically indicated, a new test should be performed after 48 to 72 hours 


Laboratory test results should always be considered in the context of clinical observations and epidemiological data before issuing a final diagnosis and make 


decisions about patient management. 


A perih Š Cos 897 


Dr. Alberta Bonilla 
MOC #849 





See 


Printed: 12/04/2021 01:26 PM Validated: 12/04/2021 01:26 PM 
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---- REPORT STATUS: FINAL ---- 
---- LAST LINE ---- 


Signed report available upon request. 

Note: All dates are reported in UTC - GMT OFFSET - 6, format (mm/ddiyyyy) 

*F* Out of range results 

‘Accredited assasy under the INTESO 15189:2014 nom. Refer to accreditation information on www.eca.or.cr. Only the assays marked with 1 are accredited. 
All laboratory results should be assessed in conjunction with the clinical information available 
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